TO 
FP6303 


CASSETE DOWN 


TO S6301 

MAIN CONNECTION VSP0584-1 
C DOWN 1} Oo 0 
GND 2 Alb 
GND 3 EJECT 
GND 4 $6302 
a 5 VSP0584-1 
EJECT 6 O 


NOTE: 

DO NOT USE ANY PART NUMBER SHOWN ON THIS SCHEMATIC 
DIAGRAM FOR ORDERING.WHEN YOU ORDER A PART,PLEASE 
REFER TO PARTS LIST. 


